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2. Atteniancet 


3. Piarpoa^ of iteattngi To review work U> be acccagpliabed cm the 

'and the two aMitloiml coXleq^ible Imu barrel^ 

Ad Koc #38. 

4. Dlecwaioo; 


b. (killi^ible Less Barrelai 

Ihe fflodificationa of the origi»al barrel design to 
be incozporated in this project for tW 3 aMitlonal collapsing 
barrels were diacmsed and clarifiai. I&e proposed oethod of 
securing such aodifications were approved In general the uader- 
sigt^. 
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Ckmcliuiliaui 


Satisfactory graqp of the subject project re(|uirraKbts was 
Indicated by the contractor sM yxxck. each of the derices should be 
begun in the near future* 
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